BUNN 



BCG Home Coffee Grinder 



Features 



Professional Quality Coffee Grinder 

• The only home coffee grinder 
built to industrial quality and 
performance standards. 

• Unique multi-stage grinding system 
insures the very best flavor, no 
matter what grind you choose. 

• Extra heavy duty high performance 
drive train ensures reliability and 
long life. 

• Holds one full pound of coffee 
beans and keeps them fresh for days, 
eliminating daily handling of beans. 

• Safety switch prevents grinding of 
beans before the coffee collector is 
in its proper position. 

• Coffee collector holds up to 5 oz. 
and makes for easy delivery to a 
quality BUNN filter and funnel. 



\ 




Model BCG-W and BCG-B 



Related Products 



Coffee Collector 

Product No.: 
14002.8600 



Cutting Burr 

Product No.: 14002.0400 



cleaning Brush 

Product No.: 
14002.9100 



Collector Seal 

Product No.: 
14002.5800 



Hopper Lid 

Product No.: 
14002.5400 




Grind Shield 

Product No.: 14002.2100 




Operating Knob 

Product No.: 14002.7200 




BUNN® practices continuous product research and improvement. We reserve the right to change specifications and product design without notice. 
Such revisions do not entitle the buyer to corresponding changes, improvements, additions or replacements for previously purchased equipment. 




Umitetl Warranty 



ASSEMBLED IN THE USA 



Model 



BCG-W 
BCG-B 



BUNN 

Corporate Offices 

1400 Stevenson Drive 
Springfield, Illinois 62703 
Phone 

800-352-2866 
217-529-6601 
Fax 

217-529-5915 
Internet 

www.bunnomatic.com 

Western Regional Office 

16431 Carmenita Road, 
Cerritos, California 90701 
Phone 

562-926-0764 
Fax 

562-926-0858 



Household 
Use Only 



® 



Home Coffee Grinder/BCG 
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Patents 
Apply 

R5 
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Dimensions & Specifications 



IVIodel 

^CG-White 
BCG-Black 



Volts Amps 



120 
120 



1.5 
1.5 



Total Hopper 
Watts Capacity 

135 1 lb. whole beans 

135 1 lb. whole beans 



Coffee Collector 
Capacity 

5 Oz. 
5 Oz. 



Shipping 
Weight 

6.0 lbs. (2.7 kg) 
6.0 lbs. (2.7 kg) 



Electrical: Model has attached cordset and requires 2-wire grounded service rated 120y single phase, 60 Hz. 




All dimensions shown in inches. Bunn-O-Matic Corporation owns all copyrights relating to materials in this publication. Please contact Eunn-C)-Malic to request permission to reproduce any portion of this publication. 



